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MEMORANDUM FOR Members of the AICBM Panel 


This Is to confirm the arrangements previously discussed by 
telephone for the next meeting of the AICBM Panel. The meeting will 
be held on 18 - 19 October. The meeting will begin at 9:30 A. M. on 
IS October in Room 206 of the Executive Office Building. The meeting 
will adjourn on October 19 between 4 - 5 P, M. 


A# I indicated on the telephone, the main subject of this meeting 
will be the status and plana for NIKE- ZEUS. Preliminary consideration 
will also be given to the MIDAS system. 

Enclosed for your background information on NIKE- ZEUS is a 
recent report prepared by the Office of the Director of Defense Research 
Kid Engineering on this subject. This report is an internal document 
of the Office of the Secretary of Defense and should be given no distri- 
bution outside of the Panel. The document should be returned to tide 
office when you are finished with it. 


Spurgeon M. Keeny, Jr. 
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This document contains information affecting the national 

defense of !hs United States within the meaning of the 
Espionage Laws, Tide 18 U.S.C., Section 793 and 794. it 
transmission or the revelation of its contents in ar" 
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